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al 


23 December 1959 
Copy (| of 16 
Lockheed, Alxereft, Gorporatd, 
Burbenk, California a 
25X1A 
Dear Hal; 


25X1A 


Attached is an enwlope to be delivered toi 
25X14 [RR coty, whteh coutaina the statesent of peyaents verified 
comect as requestea in your 6 Deomber 1959 letter pertaining te 
their inception through 30 Novenber 1059. 


Very truly youre, 
ead 
ed 
25X1A yee aay : 
| as : a 
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